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PLATE    ISA

,: the posterior half of the left eyeball showing
the optic nerve (optic papilla or disk), retinal
Lutea and fovea centralis.

PLATE    13B
Illustrating the course of the visual fibers from the retina
to the occipital cortex. 1, left visual field; 2, right visual
field; 3, left retina; 4, right retina; T = temporal, N = nasal;
5, optic nerve; 6, optic chlasma; 7, optic tract; S, lateral
geniculate body; 9, superior colliculus; 10, optic radiation;
II, visual area of the occipital cortex.